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5. Real Estate Company 

The real estate industry is blooming in Ghana lately and Mr Mahama has a stake in it. He owns one of the biggest Real estate Companies 
in the country. 

Besides the above mentioned companies and businesses , Mr Ibrahim Mahama is nearly finished with his Cement processing company 
which he aims to employ 5000 people at the company. 

With all these companies bringing in millions of dollars no wonder he owns a private jet which according to him , he got it as a collateral 
for a deal he made with some Americans 

READ ALSO: (Photos/Videos)—Meet Maame Akua Banks,the first Ghanaian lady to do a Nakked live video on facebook 
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Recommended For You 

New Video: A Ghanaian Couple Having S£X Outside Using A Kitchen Stool Leaks 
[Watch] 

Dzidzor Mensah Explains What Killed His 21 year Old Nigerian Husband And It Isn't 
HIV AIDS | You Will Be Shocked By The Details 
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